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SUBJECT: NARCOTICS: TRAINING FOR PAKISTAN MEDICAL OFFICERS 

REF: A) GENEVA 1143, B) STATE 36419, C) STATE 56249, 

D) ISLAMABAD 5414 

FROM SAODAP 

1. PLEASE PROVIDE STATUS REPORT ON WHO DRUG ABUSE TRAINING 
FELLOWSHIPS FOR 2 PAK MEDICAL OFFICERS IN UK. 

2. PLANS FOR 4 US FELLOWSHIPS UNDERWAY BY COWAN WHITE 
HOUSE SAODAP AND ANSWERS TO PARAGRAPH 2, STATE 56249 
WOULD BE HELPFUL. SISCO 
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